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DIRECTOR OF CENTRAL INTELLIGENCE 

Security Committee 

8 January 1980 


MEMORANDUM FOR: Chief, Headquarters Security Branch 

VIA: I 


25X1 


SUBJECT: Request for NFIB Badge 


STATINTL 


1. A meeting of the Investigative Standards Working 
Group Executive Committee will be held on Wednesday, 

9 January 1980, at 0900 hours in Room 3E-05, Headquarters. 


2. The following NFIB Agency representative having 
the appropriate clearances will be attending: 


David H. McCabe State Department 


3. It would be appreciated if an NFIB Badge could 
be issued to Mr. McCabe. If there are any questions, I may 
be reached on extension I I 



STATINTL 


ILLEGIB 
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